Brief comment text:

I am writing to oppose the NextNav proposal on several grounds. I am a licensed HAM and have many uses for this frequency band, not to mention a significant investment in equipment designed specifically for this frequency range. This range is already extensively utilized by hobbyists, HAMs, and other radio enthusiasts for a variety of projects and uses. This is not simply for entertainment purposes either, as many of us have devoted a significant amount of time into creating backup communication systems (e.g., Meshastic) for efficient communication in case of a failure in the electrical grid. Granting the proposal from NextNav would harm Americans financially and cripple a pre-existing communications network that has taken years to build from the ground up. Please consider the public in this and reject NextNav's proposal.
